ANDREWS INTL / HBID INCIDENT REPORT/LOG 


FOOT BEAT 4 VEHICLE #4 


DATE 


OFFICER 1 
OFFICER 2 


04-02-2015 
M. COOGLE #129 
A. PARRA #126 


SUPERVISO D.McCALL 


R 


0600 


0600/08 
00 


0810/08 
40 


0925/09 
35 


0940/09 


BUSINESS CHECK- 7021 HOLLYWOOD BLVD- THE 
GALAXY PARKING STRUCTURE 

PRIOR PROBLEMS WITH 415 / 594 / 602 / BFMV / TFMV 
SUSPECTS. WE PATROLLED THE PARKING STRUCTURE 
AND NO SUSPECTS WERE SEEN. 


BUSINESS CHECK- 6801 HOLLYWOOD BLVD- H&H 

PARKING STRUCTURE 

PRIOR PROBLEMS WITH 415 / 594 / 602 / BFMV / TFMV 
SUSPECTS. WE PATROLLED THE PARKING STRUCTURE 
AND THERE WERE NO SUSPECTS SEEN A THIS TIME. 


SOW- WE WERE ASKED TO CONDUCT EXTRA PATROL AT 
6381 HOLLYWOOD BLVD FOR 602 SUSPECTS. WE WERE 
ALSO ADVISED TO CONDUCT EXTRA PATROL AT THE 
SILVER CREST RETIREMENT HOME LOCATED AT 5940 
CARLOS AVENUE FOR SUSPECTS SLEEPING ON OR 
AROUND THE PROPERTY. 


ADMIN- BID OFFICE 
WE COMPLETED MISC AI ADMIN AND TRAINING. 


P/C- SUNSET BID- CHECKED THE AREA FOR PERSONS 
STILL SLEEPING ON THE PUBLIC SIDEWALK OR ON 
PRIVATE PROPERTY: 

6300 SUNSET BLVD (1) 

1240 VINE ST (3) 

6121 SUNSET BLVD (2) 

WE CONTACTED 6 PERSONS, ADVISED THEM TO GET UP. 
ALL COMPLIED. 


RADIO CALL- 1655 McCADDEN PL (MUSIC 
INSTITUTE). 

RE: 4- 415 SUBJECTS AT THE LOCATION. ALL 
SUBJECTS WERE UTL/GOA. 


RADIO CALL- 1501 VINE ST. (WALGREENS). RE: 415 
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50 


0950/10 
10 


1025/10 
35 


1100/11 
10 


1115/11 
45 


1210/14 


FEMALE INSIDE. LAPD ON SCENE AND TOOK THE 415 
FEMALE INTO CUSTODY. 


CONTACT/1- 6300 SUNSET BLVD (BANK OF 
AMERICA). 

RE: SUBJECT QOHNATHAN) LYING ON THE 
SIDEWALK. WE ADVISED HIM TO GET UP AND HE 
COMPLIED. 


RADIO CALL- 1354 VINE ST. RE: 415 FEMALE AT 
LOCATION. WE ADVISED THE SUBJECT TO LEAVE AND 
HE COMPLIED. 


RADIO CALL- 1602 IVAR (TRIANGLE SQUARE). RE: 
TWO SUBJECTS SLEEPING ON THE SIDEWALK. WE 
ADVISED BOTH SUBJECTS TO GET UP AND THEY 
COMPLIED. 


C-7 MEAL BREAK 
HBID OFFICE- PM WATCH ROLL CALL/LOG/ADMIN 
DUTIES. 


EOW- ALL EQUIPMENT WAS RETURNED IN GOOD 
WORKING CONDITION. 
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